#2 aTKINSEN, William — born- 1 May 1810 md at.annon, Dunfreshire, Scot. 
Dau- 
ATKINSEN, Elizabeth born- 18 July 1841 at annon, Dunfreshire, Scot 
Died- 4 Feb 1922 
md- 22 Oct 1864 to- MC vONaLD, alexander F. 
Bap. 18 May 1841 7 


End. 22 Oct 1864 


alien 


